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Joel Hurt Memorial Fountain and Municipal Auditorium , Atlanta , Ga. 








Published by Atlanta News Agency, Atlanta, Ca. 


The Joel Hurt Memorial Fountain, a sight of rare 
beauty, is located in front of the Municipal Audi¬ 
torium, a modern structure devoted to the citizens 
of Atlanta. 
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